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ORIGIN EUR- 12 

INFO OCT-01 ISO-OO SY-05 OC-05 CCO-OO ST-01 FBO-02 A-01 

/027R 

DRAFTED BY EUR/EX/PMO:EJELLIOTT:EJE 

APPROVED BY EUR/EX:JMCLARK 

EUR/EX/PMO:NSBASKEY 

EUR/EX/BUD:DRAMAGE 

A/SY/FO:GVARROS 

OC/S : GGETMAN 

OC:DSEDLACEK 

ST:GJENKINS (SUBS) 

EUR/SE:EROWELL (INFO) 

118873 

O R 28 1442Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LISBON IMMEDIATE 
AMCONSUL PONTA DELGADA PRIORITY 
INFO AMEMBASSY BONN 
AMCONSUL FRANKFURT 

CONFIDENTIAL STATE 204859 

E.O. 11652: GDS 

TAGS: AFSP. ACOM, ASEC 

SUBJECT: HW-28 INSTALLATION 

REF: (A) LISBON 4588, (B) PONTA DELGADA 305, (C) LISBON 
4878, (D) STATE 201873 

1. PRIOR TO AUTHORIZATION OF HW-28 INSTALLATION, SECURITY 
REQUIREMENTS SET FORTH PARAGRAPHS THREE AND FOUR OF REFTEL 
(A) MUST BE MET. PONTA DELGADA SHOULD ARRANGE FOR INSTALL- 
ATION METAL DOOR AND CONSTRUCTION HALLWAY PARTITION WITH 
SOLID WOOD DOOR SOONEST. WE ASSUME LESSOR WILL HAVE NO OB- 
JECTION TO THESE BUILDING MODIFICATIONS. PLEASE ADVISE 
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WHEN THESE ARRANGEMENTS HAVE BEEN MADE. 
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2. BECAUSE OF CLOSE PROXIMITY OF NON-US CONTROLLED AREA, 
HW-28 IS TO BE USED IN STANDARD MODE ONLY; BLINDING PLUG 
WILL NOT BE ISSUED. 

3. SECURITY ENGINEERED MACHINERY HAS MODEL 700 DISINTE- 
GRATOR (220 VOLTAGE) WHICH NOW AVAILABLE FOR SHIPMENT. 
BUREAU ATTEMPTING TO ARRANGE SHIPMENT ON MILITARY AIRCRAFT. 

4. COST OF DISINTEGRATOR IS 1961.26 DOLLARS AND APPROXI- 
MATE COST OF SHIPMENT IS 275 DOLLARS FOR A TOTAL OF 
APPROXIMATELY 2236.26 DOLLARS. LISBON IS REQUESTED TO 
CABLE FISCAL DATA IMMEDIATELY. BUREAU WILL INCLUDE FUNDS 
FOR THIS PURPOSE IN EMBASSY ALLOTMENT. 

5. FOR LISBON: PLEASE REPEAT REFTEL (A) TO PONTA DELGADA. 

6. IF MODIFICATIONS NOTED PARA 1 ABOVE CANNOT BE COMPLET- 
ED SOONEST. PLEASE NOTIFY DEPARTMENT IMMEDIATELY. INGERSOLL 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE204859 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EJELLIOTT:EJE 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750298-0325 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975088/aaaaahbb.tel 

Line Count: 80 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 75 LISBON 4588, 75 PONTA DELGADA 305 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAY 2003 by CunninFX>; APPROVED <22 OCT 2003 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HW-28 INSTALLATION 
TAGS: AFSP, ACOM. ASEC 
To: LISBON PONTA DELGADA 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



